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D/FBIS Chrono 


FOREIGN BROADCAST INFORMATION SERVICE 
P. O. Box 2604 
Washington, D. C. 20013 


11. June 1985 


STAT 


I was saddened to learn of the loss of your mother, and want 
you to know that you have my deepest sympathy. 

If I can be of help in any way, please do not hesitate to let 
me know. 


STAT 


Sincerely, 

A 
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STAT 
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ROUTING AND TRANSMITTAL MP 
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